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MARGARET ANN HLDERT 
Plaintiff, 



UNITED STATES OF AMERICA, el al. 
Defendants. 



EXHIBIT A 
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MARGRET ANN HUBERT, 
PERSONAL REPRESENTATIVE OF 
THE ESTATE OF JOSEPH HUDERT 



: Case No. 05 CV 0545 (RBW) 



ALION SCIENCE AND TECHNOLOGY 
CORP., et al. 

Defendants 



AFFIDAVIT OF RICHARD SMALL 
IN THE DISTRICT OF COLUMBIA: 

Richard Small, first being duly sworn, deposes and sayeth upon persona! 
knowledge and under penalties of pequry the following: 

1 . I am over the age of eighteen and a citizen of the United States. 

2. I have personal knowledge of the facts set forth below in this affidavit. 

3. I am presently employed by Consolidated Engineering Services, hic. 
as Director of Operations. 

4. I have personal and direct knowledge of the agreement whereby 
Consolidated Engineering Services, Inc. first assumed any 
responsibility as a contractor to General Services Administration 
(GSA) for preventative maintenance and repair of the Heating 
Operation and Transmission District, (HOTD), Steam Distribution 
Complex (SDC) for the District of Columbia. 
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I have personal knowledge that Day & Zimmerman Services, Inc. was 
fiilly and solely contracted by the GSA to perform these same services 
immediately prior to Consolidated Engineering Services, Inc. 
assumption of the contractual duties. 

I have read and reviewed the Fourth Amended Complaint and in 
particular paragraphs eighteen (18) through twenty-one (21). These 
paragraphs are wrong, erroneous and completely factually inaccurate. 
At no time did Consolidated Engineering Services, Inc. have any 
contractual responsibility to provide maintenance and repair services 
for the GSA steam distribution tunnels, or repairs or replacement of 
mechanical systems and equipment in the manholes, vaults, tunnels 
sumps for the SDC in 2002 as alleged in the Fourth Amended 
Complaint. 

This is so because Consolidated Engineering Services, Inc. did not 
assume any repair, maintenance or inspection responsibility until the 
contract between GSA and Consolidated Engineering became 
effective on August 30, 2004. (See Exhibit 1 attached hereto as the 
Amendment to Solicitation/Modification of Contract). 
Further, to my personal knowledge, no other entity other than Day & 
Zimmerman had contractual duties or responsibilities for repair, 
maintenance and inspection of the SDC for the GSA prior to August 
30, 2004 when Consolidated Engineering Services, Inc. assumed the 
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9. Therefore, Consolidated Engineering Services, Iijc. had absolutely no 
legal or contractual duty or obligation to the GSA for maintenance, 
inspection or repm of the steam distribution tuimels, Tspaks or 
replacement of mechanical steam line systems or equipment in the 
manholes, vaults, tunnels or sumps on April 23, 2004 or May 3, 2004 
as erroneously alleged in the Fourth Amended Complaint. 

10. At no time did onsolidated Engineering Services, hic. perform any 
services to monitor or observe the alleged job site or engage in any 
action at or near the manhole 11 on or about the day in question as 
alleged in the Fourth Amended Complaint. 



.txi) ^^^A>^.JLSL^ 



DISTRICT OF COLUMBIA t< 



I HEREBY CERTIFY that on this _U^ day of Jlldi^ 



me, a Notary Public of the District of Columbia personally appeg 
and he acknowledges the foregoing Affidavit to be true and correc 
best of his knowledge and belief 

AS WTTNESS my hand and Notarial Seal. 



■y Public 
My Commission Expires: O^^/A w/ / 
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OF SOLICIT ATlON/MODJFICATrON OF CONTRACT 
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